A CYARK 

Piazza del Duomo, Pisa, Italy 
Project Data Summary 


Date Captured: February 2005 

Capture Team: Development of Integrated Automatic Procedures for Restoration of Monuments (DIAPReM), ISTI-CNR 
Pisa and the Department for Architectural Design of the University of Florence 

Data Extents: 



Extent of LiDAR shown in gray 

Data Available: 


Data Type 

Quantity 

File Size(ZIP) 

Description 

Scan (E57 Scan Data) 

282 

2.36 GB 

/ Phototextured scans 
□ Untextured scans 

Photogrammetry (JPEG 
Photographs) 



□ Terrestrial images 

□ Aerial images 









